i6
ERECTION OF A  CYANIDE  PLANT.
wooden foundations have been used the result has been t the tanks settled, got out of plumb, and leakages occurred. The filters are constructed of wooden slats, i£  by 4 set 12 in. apart, fastened  to  the bottom  by wooden   pi Grooves .J in. deep and 3 in. wide are cut in a number places in the bottom of these slats to allow a free passage of i solution along the bottom.    On top of these slats are laid str
FIG. 8.—CONSTRUCTION OF FILTER VATS.
of wood i by i in., only i in. apart from each other, maki openings i in. square. Between the ends of this wooden gn ing and the inside of the tank an annular space of about i£ i wide is left, which is partly filled by a strip of wood i in. thic bent to the circle of the tank. Over this and the slats placed cocoa-nut matting and burlap, and held by a rope j- i in diameter, which is driven into the space remaining betwe<of the works where direct filling is introduced, square cement tanks are employed, and the discharging of these is not so practical as the wooden ones fitted with bottom discharges."
